
Montreal. Notre Dame Church 











POST 




H 


a 

5 




■a 5 




ci 


II 



This Space may be used for 
Correspondence. 


Notre Dame Church. The Church of Notre 
Dame de Lourdes is one of the leading- Roman 
Catholic churches in Canada. It was designed 
by a Canadian architect, and is built after the 
style of some of the churches of Venice. It was 
erected in 1874. 
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